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MEMORANDUM FOR 


Project Director 


SUBJECT t The Extent o f the Brie fings of| 

and I I on Project | | by Photo 

Intelligence Personnel 


with r 


1, The first briefing of 


was held on 25 August 
present. 


was told of the Central Interpretation Unit concept. 


with an input of 50,000 aerial photos per month anticipated. 

It was further explained that the Minicard system was going to 
be incorporated into the C.I.U. for storage and retrieval of 
photos and information. 

2. The second briefing was held on 6 Sep tember with 

I f present. I I 

and I 1 were shown the estimated budgets (FT 1956-57) for 

the C.I.U. They were further told of four configurations and 
the negative s izes of the individual cameras. It was explained 


was tentatively included in the AQU ATONE budget 


that 

for Minicard equipment with no final decision as to the location 
of this equipment* 15 January 1956 was given as a tentative date 
to have the C.I.U. operational. General systems for Minicard 
recall were discussed also. 


3. 


have received no information 


concerning dates, type of vehicle, or location of operations. 
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